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SECTION  I. 


INTRODUCTION. 

The  purpose  of  this  Technical  Report  is  to  review  the 
Software  Test  Plan,  Final,  CDRL  A007-03,  which  was  produced 
for  the  Government  by  Evaluation  Research  Corporation.  The 
results  are  provided  in  the  form  of  Data  Item  Discrepancy 
worksheets  as  requested  by  the  CMOS  Program  Office. 

SUMMARY.  Not  Used. 

CONCLUSION.  Not  Used. 
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SECTION  II. 


RESULTS . 

Our  analysis  is  provided  in  the  attached  Data  Item 
Discrepancy  worksheets. 
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ORIGINATOR  CONTROL  NUMBER:  STP-0001 
PROGRAM  OFFICE  CONTROL  NUMBER; 

DATA  ITEM  DISCREPANCY  WORKSHEET 
CDRL  NUMBER;  A007-03  DATE;  07/26/90 

ORIGINATOR  NAME:  John  J.  Brassil  OFFICE  SYMBOL;  SAIC 

TELEPHONE  NUMBER;  272-2999 
SUBSTANTIVE:  X  EDITORIAL; 

PAGE  NUMBER;  62  PARA  NUMBER:  Table  4. 2. 1.1 

COMMENT  OR  RECOMMENDED  CHANGE; 

Change  the  STP  paragraph  references  in  this  table. 

RATIONALE; 

The  STP  paragraph  references  are  to  the  first  component  of  the  interface, 
not  to  the  paragraph  which  describes  the  interface  itself.  For  example, 
the  paragraph  reference  for  the  DDN  Adapter-DDN  Handler  Interface  should 
be  4.2.4.23,  not  4, 2. 4.1. 

CMOS  PMO  ACCEPTS  COMMENT;  YES  [  ]  NO  [  ] 

ERCI  ACCEPTS  COMMENT;  YES  [  ]  NO  [  ] 

COMMENT  DISPOSITION; 


COMMENT  STATUS;  OPEN  [  ]  CLOSED  [  ] 


ORIGINATOR  CONTROL  NUMBER;  STP-0002 
PROGRAM  OFFICE  CONTROL  NUMBER; 

DATA  ITEM  DISCREPANCY  WORKSHEET 

CDRL  NUMBER;  A007-03  DATE;  07/26/90 

ORIGINATOR  NAME;  John  J.Brassil  OFFICE  SYMBOL;  SAIC 

TELEPHONE  NUMBER;  272-2999 
SUBSTANTIVE;  X  EDITORIAL; 

PAGE  NUMBER;  63  PARA  NUMBER;  Table  4. 2. 1.2 

COMMENT  OR  RECOMMENDED  CHANGE; 

Replace  the  reference  to  the  Source  and  Destination  STP  paragraphs  with 
reference  to  the  paragraph  of  the  STP  which  tests  the  interface  itself. 

RATIONALE; 

Each  internal  interface  of  the  CSCI  needs  to  be  tested.  Tests  of  the 
source  and  destination  elements  do  not  constitute  a  complete  test  of  the 
interface . 

CMOS  PMO  ACCEPTS  COMMENT;  YES  [  ]  NO  [  ] 

ERCI  ACCEPTS  COMMENT;  YES  [  ]  NO  [  ] 

COMMENT  DISPOSITION; 


COMMENT  STATUS;  OPEN  [  ]  CLOSED  [  ] 


ORIGINATOR  CONTROL  NUMBER;  STP-0003 
PROGRAM  OFFICE  CONTROL  NUMBER; 

DATA  ITEM  DISCREPANCY  WORKSHEET 
CDRL  NUMBER;  A007-03  DATE;  07/26/90 

ORIGINATOR  NAME;  John  J.  Brassil  OFFICE  SYMBOL;  SAIC 

TELEPHONE  NUMBER:  272-2999 
SUBSTANTIVE;  X  EDITORIAL: 

PAGE  NUMBER;  82  PARA  NUMBER:  4.3.1 

COMMENT  OR  RECOMMENDED  CHANGE: 

Add  test  descriptions  for  the  interfaces  listed  in  Tables  4. 3. 1.1  and 
4. 3. 1.2,  and  reference  those  paragraphs  in  the  tables. 

RATIONALE : 

None  of  the  interfaces  listed  in  the  tables  of  paragraphs  4. 3. 1.1  and 
4. 3. 1.2  have  associated  paragraphs  in  this  section  which  describe  the 
tests  associated  with  these  interfaces.  Test  descriptions  similar  to 
those  found  in  paragraphs  4.2.4.23  through  4.2.4.33  should  be  added  to 
this  section. 

CMOS  PMO  ACCEPTS  COMMENT:  YES  [  ]  NO  [  ] 

ERCI  ACCEPTS  COMMENT:  YES  [  ]  NO  [  ] 

COMMENT  DISPOSITION; 

COMMENT  STATUS;  OPEN  [  ]  CLOSED  [  ] 


ORIGINATOR  CONTROL  NUMBER:  STP-0004 
PROGRAM  OFFICE  CONTROL  NUMBER: 

DATA  ITEM  DISCREPANCY  WORKSHEET 

CDRL  NUMBER:  A007-03  DATE:  07/26/90 

ORIGINATOR  NAME;  John  J.  Brassil  OFFICE  SYMBOL;  SAIC 

TELEPHONE  NUMBER;  272-2999 
SUBSTANTIVE;  X  EDITORIAL: 

PAGE  NUMBER:  82  PARA  NUMBER:  Table  4. 3. 1.1 

COMMENT  OR  RECOMMENDED  CHANGE: 

Change  the  names  of  the  external  interfaces  to  be  consistent  with  the 
method  used  elsewhere  in  the  document. 

RATIONALE; 

The  names  of  the  interfaces  listed  in  the  tables  of  paragraphs  4. 2. 1.1, 
4. 2. 1.2,  and  4. 3. 1.2  are  composed  of  the  names  of  both  sides  of  the 
interface  separated  by  a  hyphen,  as  in  "DDN-UNIX  Interface".  This 
convention  is  not  followed  for  Table  4. 3. 1.1,  nor  in  many  cases  is  it 
possible  to  determine  what  two  elements  the  interface  is  between. 

CMOS  PMO  ACCEPTS  COMMENT:  YES  [  ]  NO  [  ] 

ERCI  ACCEPTS  COMMENT:  YES  [  ]  NO  [  ] 

COMMENT  DISPOSITION: 


COMMENT  STATUS;  OPEN  [  ]  CLOSED  [  ] 


